INTERIOR CONSERVATORY, 
WASHINGTON PARK, CHICAGO ^ 

Washington Park is located on the South h 
side from 51st to 60th Streets between Cottage 2 
Grove Avenue on the east and South Park 
Avenue on the West, containing a total area = 
of 371 acres. It contains 7 miles of charming u 
driveways, walks and bridle paths and 23 k 
acres of lagoons. o 
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